Approved For Release 2001/11/01 : CIA-RDP76-00409R0001 0005001 5-3 



Approved For Release 2001/11/01 : CIA-RDP76-00409R0001 0005001 5-3 


Approved For Release ^2001/11/01 : CIA-RDP76-00409R0001 0005001 5-3 



ADD NEW DOOR TO ROOM COST ESTIMATES 


a. Relocate Telephone Connections 
to an Existing Panel in Main Corridor: 
(Estimated by LSD/OL) 

Rooms effected: 7E03, 07, 09, and 7E13 


$ 700.00 

b. GSA R&I Work 


$ 1,875.00 

(1) carpet removal and replacement 

$ 75.00 


(2) demolition and construction 

$400,00 


(3) new door, frame and hardware 

$400,00 


(4) wood paneling 

$250.00 


{5} repair finishes 

$180.00 


(6) contingency 15% 

$195.00 


(7) GSA fee 25% 

$375.00 


c. TOTAL Project: 


$ 2,575.00 
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